Chambers, Liz 


From: Garman, Joe 

Sent: Tuesday, October 28,1997 7:32 AM 

To: Handy, Betty; Ryan, Bill 

Cc: Whidby, Jerry; Podraza, Ken; Chambers, Liz; Callicutt, Charlene 

Subject: Tobacco Weights for Second Set of Massachusetts Samples 


Below are the tobacco weight results for the second set of samples, 

request MA97-2, The result is the average of four replicates of 50 cigarettes per determination. 

ML8B (Marl Lts 100 Box) 0.794 gms (Std. Dev. 0.005} 

ML8MB (Marl Lts Men 100 Box) 0.769 gms (Std. Dev. O.OOf) 

MR8B (Marl 100 Box) 0.839 gms (Std. Dev. 0.006) 

MRM8B (Marl Med 100 Box) 0.800 gms (Std. Dev. 0.004) 


Joe 
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Source: https://www.industrydocuments.ucsf.edu/docs/nfwl0001 



